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lower end are two flaps, x x, one giving access to tho lamps, while
the other allows the action of the stripper to be observed.

The stripper is essentially a strip of thin elastic steel & which
Is fixed by screws on to the mils ?/ r/. By loosening tho screws
the stripper can bo pushed along the rails, so as to adjust it at

FIG. 53.

such distance from the surface of the cylinder B as may be de-
sired. The aspirators K are connected with the upper part of
the caning, and are connected with tho outlet pipes t t% which are
themselves connected with a ventilator. The draught of air
by the, v* ntilator is intended to free the combustion gases,
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wliich consist ehiofly of carl>onic acid and steam, from tho lamp-
black still floating in them and to lead them to the chimney.
The most important part of tho whole aspirator arrangement
is the lamp-black catcher. This is a wooden box divided into
two compartments, and covered outside with felt to prevent it
from cooling too quickly. Each compartment contains a lamp-
black collector consisting of a sheet of iron cut ssig^ag, and
covered with coarse flannel. On the rough surface of the flannel